From: 

Sent: 

To: 

Subject: 

Attachments: 


Stevenson, Allan (DPH) 

Tuesday, February 07, 2006 2:21 PM 
Hanchett, James (DPH); Salem, Sharon (DPH) 
FW: Amherst Lab Information 
Amherst Lab History.doc 


Jim and Sharon, 

The SLI programs are putting together information about what we do for Ralph’s replacement. They wanted some 
additional background about UMass and the Amherst Lab. Attached is a draft of what I wrote. 

Cam 


From: Stevenson, Allan (DPH) 

Sent: Tuesday, February 07, 2006 2:06 PM 
To: Salemi, Charles (DPH) 

Cc: Stevenson, Allan (DPH) 

Subject: Amherst Lab Information 

Chuck, 

Attached is some information about the Amherst Lab for the new Ralph. I wrote a couple of possible first sentences which 
we can adjust to fit in with your text. I thought of two more capital budget items for Amherst. The costs are an educated 
guess. 

Chemical fume hood @ $75,000 to 300,000 
Air conditioners @ $10,000 to 20,000 

The reason the range for the hood is vague is that UMass has added some hoods to another section of the building which 
could lower the cost. The last estimate I got was $300,000. 

Also Sonja’s federal sample is in the lab, so she is going to Boston on Friday. Betsy is ready for her. 

Cam 

Allan Campbell Stevenson 
Mass. Dept, of Public Health 
Western Mass. Public Health Center 
Amherst, MA 01003 
413-545-2606 

align, ste vensonfajstate. ma. us 
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